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Message Text 


CONFIDENTIAL 

PAGE 01 MANILA 16246 190313Z 
70 

ACTION SY-05 

INFO OCT-01 EA-07 ISO-OO ( ISO ) W 

071645 

R 190222Z NOV 75 
FM AMEMBASSY MANILA 
TO AMCONSUL HONG KONG 
INFO SECSTATE WASHDC 9578 

CONFIDENTIAL MANILA 16246 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: BROKEN ACR DOOR HANDLE 
HONG KONG FOR RTC 
STATE FOR SY/T 

EMBASSY HAS BROKEN LOWER HANDLE ON INNER DOOR OF ACR. REQUEST YOU 
REPLACE HANDLE AS SOON AS POSSIBLE BEFORE SECOND INNER DOOR HANDLE 
ALSO BREAKS. AMBASSADOR USES ACR EXTENSIVELY AT THIS POST AND 
RSO WISHES TO INSURE ITS CONTINUED USE. SULLIVAN 


CONFIDENTIAL 
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Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: greeneet 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975MANILA16246 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Film Number: D750402-0741 
From: MANILA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 
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Line Count: 37 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION SY 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: greeneet 
Review Comment: n/a 
Review Content Flags: 

Review Date: 14 JUL 2003 
Review Event: 

Review Exemptions: n/a 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: BROKEN ACR DOOR HANDLE HONG KONG FOR RTC 
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